
Note: 

Requests for further information may be directed to: 
Technology Utilization Officer 
Langley Research Center 
Hampton, Virginia 23365 
Reference: TSP72-10115 


Patent Status: 

No patent action is contemplated by NASA. 

Source: Cecil E. Kirby 
Langley Research Center 
(LAR- 10940) 
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